FEBRUARY 2, 1970 


Chairman asked about a study by a con- 
sulting firm of the Public Service Depart- 
ment and what would be the cost. 


Director suggested this go to Council first. 


Mr. Granger asked what determines cut- 
off in Capitol Improvements in the budget. 
Director informed that this was a Charter 
provision. Mr. Granger stated the Board 
wanted an opportunity to participate in 
the six-year programs. 


Moved by Mr. Granger, seconded by Mr. 
Ibarra that the Board of Public Service ap- 
proves the Operating Budget for the De- 
partment of Public Service for the fiscal 
year 1970-71 as submitted and that it be 
submitted to the Office of the Mayor to- 
gether with the additions and supporting 
data. 
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Aye: 5. 

Nays: None. 

Motion carried. 

Mr. Granger informed the Board and the 
Director of action taken by the Water 
Resources Commission regarding proposed 
waste discharge from a new power gener- 


ating plant to be located in Delta Town- 
ship. More information on this later, 


Meeting adjourned at 5:25 p.m. 
Respectfully submitted, 


IRMA KOSTRZEWSKI, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, Jnuary 28, 1970 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, Jan- 
uary 28, 1970, at 7:80 p.m., in the Press 
Room, City Hall. 


Present: Board Members Bock, Dodson, 
Emery, Ray, Sullivan, Tableman, Weeks 
and Zapata—8. 


Absent: None. 


Guests: Norris Ingells, State Journal, 
and Roger Lewis, Capitol Area Comprehen- 
sive Health Planning Assn. 


The meeting was called to order by 
Chairman Tableman. The secretary an- 
nounced the presence of a quorum. 


Motion by Mr. Dodson, second by Mr. 
Emery, that minutes of the December meet- 
ing be approved as printed. 


Motion carried. 


Mr. Pesterfield reported that Centrifuse, 
Inc., equipment has been approved by the 
Michigan Department of Public Health. 
Bs ies that this complaint be 
closed, 


Motion by Mr. Ray, second by Mrs. Bock, 
that the Board concur in the recommenda- 
tion of the engineer. 


Motion carried. 


The Chairman was asked to notify the 
company of this action and note at the 
same time that continued vigilance will 
be necessary on both the control equipment 
and other possible pollutants. 


The engineer reported that John Bean 
equipment has been installed and is in 
operation. They are now awaiting approval 
from the Michigan Department of Public 
Health. He recommends that the com- 
plaint be held in abeyance pending receipt 
of State approval. 


Motion by Mrs. Bock, second by Mr. Dod- 
son, that the Board concur in the recom- 
mendation of the engineer. 


Motion carried. 


The Michigan Department of Public 
Health is working with the Rib Shop ac- 
cording to the engineer who recommends 
that this complaint be held in abeyance 
until February, when he will report. 
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Motion by Mrs. Weeks, second by Mr. 
Emery, that the Board concur. 


Motion carried. 


Mr. Pesterfield has investigated the com- 
plaint regarding Metro Bowl. They have 
an approved incinerator and he can find 
no basis for the complaint. He recom- 
mends that the complaint be closed. 


Motion by Mr. Dodson, second by Mrs. 
Weeks, that the Board concur in the rec- 
ommendation of the engineer. 


Motion carried. 


Mrs. Bock reports that she has received 
another complaint concerning a fly ash 
land fill operation. Mr. Pesterfield will in- 
vestigate. 


Mr. Tableman presented a communica- 
tion from Councilman Belen, Chairman of 
the Committee on Ordinances containing 
a copy of proposed changes to the Air Pol- 
lution Ordinance. In effect the proposed 
changes would act change the name and 
scope of the Board. He will circulate cop- 
ies in order that members can study the 
proposals. There was a discussion. 


FEBRUARY 2, 1970 


Motion by Mr. Ray, second by Mr. 
Zapata, that we acknowledge receipt of the 
letter and request time to develop recom- 
mendations, 


Motion carried. 


Mrs. Bock presented some literature re- 
garding noise. The Board instructed the 
Secretary to order copies of a Government 
Printing Office booklet. There was a dis- 
cussion. 


The next meeting will be held February 
25, 1970, at 7:30 p.m., in the Press Room, 
City Hall. 


Motion by Mr. Dodson that the Board 
adjourn, 


So ordered. 


The meeting was adjourned at 8:55 p.m. 
Respectfully submitted, 


MARVIN TABLEMAN, 
Chairman, 


NORMA DONOVAN, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


URBAN REDEVELOPMENT BOARD 
OF THE CITY OF LANSING 





Proceedings, December 23, 1969 





The meeting was called to order by Chair- 
man Hilley at 7:30 p.m. 


ROLL CALL 


Present: Messrs. Hilley, Eschbach, Fink, 
Jessop, Ramey, Rosa and Russell—7. 


Absent; Mr. Griffin—1, 


Guests in Attendance: Douglas Mc- 
Kinstry, Coordinator of Plans and Main- 
tenance, LCC; Bruce S. King, Special 
Assistant City Attorney; Gregory Main, 
Urban Renewal Planner; Merle Peacock, 
Arthur Richardson, Douglas Frost, Ronald 
Cowan, Redevelopment Department; Lloyd 
Moles, The State Journal. 


Mr. Rosa made a motion to approve the 
minutes of the meeting held November 25, 
1969. Supported by Mr. Ramey. 


Motion carried unanimously. 


REPORT OF COMMITTEE 


None. 


REPORT OF OFFICERS 


Mr. Hilley reported that due to the most 
recent events regarding the relocation of 
the Washington Grill, Parcel 7-10, Project 
No. 1, Mich. R-87, this item is being added 
to the agenda. 
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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, February 25, 1970 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, Febru- 
ary 25, 1970 in the Press Room, City Hall. 


Prsent: Board Members Bock, Emery, 
Ray, Sullivan, Tableman, Weeks and Zapata 


Absent: Board Member Dodson—1. 


Guests: John Ruskin, Ingham County 
Health Dept.; Ray Steeb, Lansing Metro- 
politan Development Authority; Norris In- 
gells, State. Journal; Margaret Sperry, Pa- 
trica Rockwell, Mrs. M. E. Whiteside, Mrs. 
Ronald Ranshaw, Representatives from 
Northwestern Elementary 6th Grade class. 


The meeting was called to order by the 
Chairman. The secretary announced that 
presence of a quorum. Motion by Mr. Ray 
second by Mrs. Weeks, that the minutes of 
the January meeting be approved as 
printed. 


Motion carried. 


Mr. Tableman acknowledged receipt of 
a letter from Susan Schurmans, 6th Grade, 
Northwestern Elementary, regarding their 
concern about air pollution in the city. 
Several members of the class commented or 
asked questions. Mr. Tableman_ spoke 
briefly. Motion by Mr. Ray, second by Mrs. 
Bock, that the Board persue their request 
hang posters on the subject and conduct 
a litter pick-up campaign. 


Motion carried. 


The engineer reported that John Bean in- 
cinerator installation is complete except 
for two lengths of stack. The company has 
been unable to secure a contractor to com- 
plete the project. He recommends that 
we continue this complaint until the March 
meeting. Motion by Mr, Emery, second 
by Mr. Zapata, that the Board concur in 
the recommendation of the engineer. 


Motion carried. 


Mr. Pesterfield has been unable to learn 
anything regarding the status of the prob- 
lem concerning the Rib Shop. Michigan 
Department of Public Health officials, how- 
ever, indicate they do not feel there is a 
problem. He recommends that we close 
this complaint. Motion by Mrs. Bock, 


second by Mrs. Weeks, that the complaint 
be closed. 


Motion carried. So ordered. 


Mr. Pesterfield has re-investigated the 
complaint regarding the Buchner landfill 
and feels that this may come under the 
jurisdiction of the solid waste disposal 
people. There was a discussion. It was 
moved by Mr. Ray, second by Mrs. Weeks, 
that the Board cite Mr. Buchner under 
Section 21-18 of the ordinance and that 
the engineer be empowered to seek avenues 
of abatement. 


Motion carried. 


The chairman opened the meeting to the 
floor, Information was requested regarding 
procedure for bringing a problem before the 
Board. Mr. Pesterfield indicated that a 
come iaine should be submitted to the City 
Clerk. - 


Mr. Tableman then turned to the pro- 
posal for ordinance change to enlarge the 
scope of the Board. Mr. Zapata presented 
his reactions. The Board went through the 
proposed changes, noting several concerns. 
Mr. Ruskin commented and there was a dis- 
cussion regarding interaction between the 
city and county. Motion by Mr. Ray, 
second by Mr. Zapata, that a sub-committee 
be appointed to meet with a like sub- 
committee of the County Board of Health 
regarding this subject. 


Motion carried. 


Mr. Tableman appointed Mr. Ray, Chair- 
man; Mr. Emery and Mrs. Bock. He will 
meet with council representatives regarding 
Board recommendations for the ordinance 
change. 


The next meeting will be held Wednesday 
evening, March 25, 1970, at 7:30 p.m., Press 
Room, City Hall. Motion by Mr. Sullivan 
that the meeting be adjourned. 


So ordered. 
The meeting was adjourned at 9:20 p.m. 
Respectfully submitted, 


MARVIN TABLEMAN, 
Chairman, 
NORMA DONOVAN, 
Secretary. 
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tions in protest to the proposed installa- 
tion of sidewalks on both sides of Rosedale 
Rd. 


Referred to Committee on Public Service 
and Highways and Mr. Backus, Director 
of Public Service. 


Joseph Covello, 611 Kirby Dr. spoke rela- 
tive to survey of 2021 E. Michigan Ave. 
He feels the ordinance relative to this is 
out-dated. 


Referred to Committee on Ordinance and 
Contracts and City Attorney. 


Mrs. Whiteside, 5747 Kaynorth spoke rela- 
tive to condition that exists in connection 
with Fish and Chips, S. Cedar St. Parking, 
traffic and congestion is very bad and also 
the odor. Mrs, McKinstry, 5682 Kaynorth 
and Margaret Sperry, 5723 Kaynorth also 
spoke relative to this. 


Referred to City Attorney. 


APRIL 6, 1970 


Anthony Shand, 731 W. Genesee St. 
owner of property at 400 W. Jolly Rd. 
spoke. 


Geo. Anderson, 2413 W. Jolly Rd. spoke 
and asked if Jolly Rd. is to be made a 
four (4) lane, 


Patricia Rockwell, 1641 Spartan Village, 
East Lansing, Michigan spoke. 


Council adjourned at 9:15 P.M. 


THEO FULTON, 
City Clerk, 


Lansing, Michigan 
April 6, 1970 


F/B 





OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, March 25, 1970 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, March 
25, 1970, at 7:30 p.m., in the Press Room, 
City Hall. 


Present: Board Members Bock, Dodson, 
Emery, Ray, Sullivan, Tableman and 
Zapata—7. 


Absent: Board Member Weeks—1. 


The meeting was called to order by 
Chairman Tableman. The secretary an- 
nounced the persence of a quorum. Motion 
by Mr. Dodson, second by Mr. Emery, that 
minutes of the February meeting be ap- 
proved as circulated. 


Motion carried. 


The engineer reported that he had finally 
been able to contact Mr. Buchner regard- 
ing the landfill problem. Mr. Buchner in- 
dicated that the gravel had been dumped 


but frozen before he could get it spread. 
Mr. Pesterfield asked him to have it 
spread as soon as possible and recommends 
that the complaint be continued until this 
is done. Motion by Mr. Ray, second by 
Mr. Dodson, that the Board concur in the 
recommendation of the engineer. 


Motion carried, 


Mr. Pesterfield reported that John Bean 
has completed installation of their new 
incinerator unit and it will now go into 
operation, He recommends that this com- 
plaint be closed. Motion by Mrs. Bock, 
second by Mr. Zapata, that the Board 
concur in the recommendation of the engi- 
neer, 


Motion carried. 


The engineer reported that Mr. Buchner 
had complained that the Board of Water 
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and Light is conducting a landfill across 
the river from him with no gravel layers. 
Mr. Pesterfield will investigate. 


Mr. Ray reported seeing smoke from Mell- 
ing Forging. Mr. Pesterfield will investigate. 


A petition and complaint have been re- 
ceived from the City Clerk. Motion by Mr. 
Dodson, second by Mr. Emery, that these 
be referred to the engineer for investiga- 
tion. 


Motion carried. 


Mr. Zapata reported on the joint meeting 
with the Public Service Board. They want 
help from us in educating the public on the 
problem of solid waste disposal. There was 
a discussion. Motion by Mr. Ray, second 
by Mrs. Bock, that a Committee be ap- 
pointed to consider the best course for the 
Board to take on this matter. 


Motion carried. 


COUNCIL PROCEEDINGS 369 


Mr. Tableman appointed Mr. Zapata, Mr. 
Dodson and Mr. Sullivan. 


Mr. Ray reported on the meeting with the 
County Board of Health. It was concluded 
that at this time the County does not have 
problems comparable to those of the City 
and they do not have monies to institute in- 
vestigative procedures. Thus no expansion 
to a county-wide operation can be planned 
at this time. Miss Belen will investigate 
the availability of federal monies for this 
purpose and the situation will be left open 
and further meetings held if warranted. 


The next meetting will be held Wednes- 
day evening, April 29, 1970, at 7:30 p.m., 
in the Press Room, City Hall. Motion by 
Mrs. Bock that the meeting be adjourned. 
So ordered, The meeting was adjourned at 
$:35 D.m. 


Respectfully submitted, 


MARVIN TABLEMAN, 
Chairman, 


NORMA DONOVAN, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Special Meeting, March 31, 1970 


Members present: Howard Lutz, Douglas 
Jones and Keith Norris—3. 


Members absent: Dean Battley and E. J. 
Baker—2. 


Inspectors Present: Dale Hoover, James 
Rice and Ray Dwyer—3. 


Meeting called to order 7:00 P.M. by 
Chairman Norris. 


Minutes of last meeting to be read at 
the next regular board meeting. 


This was a special meeting to up date 
the electrical examinations for Journey- 
men. 


A motion was made by Mr. Jones and 
seconded by Mr. Lutz to adjourn. 


Meeting adjourned at 10:30 P.M. 
Respectfully submitted, 


RAY J. DWYER, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings April 29, 1970 





Present: Board Members Bock, Dodson, 
Emery, Sullivan, Tableman, Weeks and 
Zapata—T, 


Absent: Board Member Ray—1. 


Guests: Norris Ingells, State Journal; 
Dan Diamond, Lansing Community College. 


The meeting was called to order by Chair- 
man Tableman. The secretary announced 
the presence of a quorum. Motion by Mr. 
Dodson, second by Mr. Sullivan, that 
minutes of the March meeting be approved 
as printed. 


Motion carried, 


Mr. Buchner has covered the fly ash 
material on his land fill project as request- 
ed. Mr. Pesterfield recommends that we 
close the complaint. Motion by Mrs. Bock, 
second by Mr. Dodson, that the Board con- 
cur. 


Motion carried. 


Mr. Pesterfield has investigated the com- 
plaint regarding the Board of Water and 
Light landfill and is working with them 
on a solution to the problem. He recom- 
mends that this be held open until May. 
Motion by Mrs. Bock, second by Mrs. Weeks, 
that the Board concur. 


Motion carried, 


The engineer traced the source of a peti- 
tion regarding General Motors and White 
Motors to a group of high school young 
people. He asked them to attend the Board 
meeting but no one appeared. 


The complaint regarding a ‘“‘black cloud” 
was traced to a thirteen year old youngster. 
Living on the south side of Lansing, she 
attributed clouds across the sun to Centri- 
fuse and asked Mr. Pesterfield to stop it. 
Mr. Pesterfield recommends that this com- 
plaint be closed. Motion by Mr. Zapata, 
second by Mr. Dodson, that the Board 
concur, 


Motion carried. 


Mr. Pesterfield reports that the complaint 
regarding Melling Forging was due to a 
problem within the plant which has now 
been corrected. He recommends that we 
leave the complaint open to see whether 
we receive further complaints. Motion by 
Mr. Dedson, second by Mr. Weeks, that the 
Board concur. 


Motion carried. 


The engineer reports receipt of a num- 
ber of complaints regarding Centrifuse. 
They are still attempting to correct the 
noise problem and have received permis- 
sion from the Michigan Department of 
Health to shut off collection equipment be- 
tween 6 p.m, and 7:30 a.m. This has 
brought complaints about the smoke. He 
recommends that we re-open the complaint. 
Motion by Mr. Emery, second by Mr. Dod- 
son, that the complaint be re-opened, the 
company so notified and a copy of this 
notification sent to the Michigan Depart- 
ment of Health with a request for informa- 
tion regarding their ruling. 


Motion carried. 


W. R. Grace and Company installation 
has been completed and is in operation. We 
have had no complaints and the engi- 
neer recommends that we close this com- 
plaint. Motion by Mrs. Bock, second by Mr. 
Zapata, that the Board concur in the rec- 
ommendation of the engineer. 


Motion earried. 


A complaint has been received regarding 
Simon Iron and Steel. The complaint was 
received during the time the Fire Depart- 
ment was at the company to put out a fire 
within the office building. Mr. Pesterfield 
is investigating. 


Complaints of open burning have been 
received concerning Lee’s Barbers, The 
Country Store, Eberhardt’s, Baskin-Robbins 
and three business operating from a house. 
Mr. Pesterfield is cooperating with Fire 
Marshal Albers in these investigations, 
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There was a discussion of the problem of 
open burning. 


A complaint regarding Pattengill shop 
has been referred to the Michigan Depart- 
ment of Public Health. 


A letter has been received from Mr. and 
Mrs. V. Varney regarding fiy ash and 
smoke from Lansing Drop Forge or 
Lindell Drop Forge. Apparently they had 
telephoned complaints over a year ago but 
the complaints never reached the Board. 
Mr. Pesterfield has contacted them and will 
investigate. There was a discussion of the 
problem of complaints from people who will 
not give their names. 


There was a report from the Committee 
on Solid Waste Disposal. They recommend 
unanimously that Lansing ordinance be 
changed to prohibit all open burning after 
July 1971, and that mandatory trash-gar- 
bage pickup be instituted. Motion by 
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Mrs. Bock, second by Mr. Emery, that the 
report be accepted and transmitted to the 
City Council with strong recommendation 
for passage. 


Motion carried. 


During the previous discussion the meet- 
ing was moved to the basement because of 
a Tornado Warning. 


The next meeting will be held Wednesday 
evening, May 27, 1970, at 7:30 p.m., Press 
Room, City Hall. 


Motion by Mr. Dodson that the meeting 
be adjourned. So ordered. The meeting was 
adjourned at 9:00 p.m. 

Respectfully submitted, 


MARVIN TABLEMAN, 
Chairman, 


NORMA DONOVAN, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


BOARD OF APPEALS 
OF THE CITY OF LANSING 





Proceedings, April 9, 1970 





The meeting was called to order at 7:36 
P.M. by Chairman Houck. 


ROLL CALL 


Present: Houck, Trierweiler, McComb, 
Gaus, Rendon, Taylor—é6. 


Absent: (Kelley excused), Wendrow—2. 


HEARINGS 
No, 1796 


Philip Darymple, 316 West Grand River, 
was present on behalf of his appeal to en- 
close the front porch with glass which will 
reduce the required front yard from 18 
feet, 9 inches to 11 feet, 2 inches, upon the 
premises known as 816 West Grand River 
Avenue. This is contrary to Section 36-47 
(4) of the Zoning Ordinance, which requires 
a front yard of 18 feet, 9 inches so estab- 
lished by 40% of the developed frontage. 


Mr. Darymple stated that he wanted to 
enclose the porch to keep out adverse 
weather. There will be no heating ducts 
installed, 


No one spoke in opposition to the appeal. 


A motion was made by Rendon, seconded 
by Taylor, that the appeal be granted 
under Section 36-12 (6) of the Zoning Code. 
The Board found, based on testimony and 
evidence, that the proposed enclosure would 
not extend beyond the development ad- 
jacent to the subject property, and there- 
fore they did not believe the change would 
seriously affect the adjoining property or 
the general welfare, and would be in keep- 
ing with general intent of the Zoning Code. 


Motion passed unanimously. 


No. 1797 


Gordon Long, 6425 South Pennsylvania, 
spoke in behalf of the petition by Long 
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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, May 27, 1970 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, May 
27, 1970, at 7:30 p.m., in the Press Room, 
City Hall. 


Present: Board Members Bock, Dodson, 
a Ray, Tableman, Weeks and Zapata 


Absent: Board Member Sullivan—1. 


Guests: Norris Ingells, State Journal; 
several MSU students; Mrs. Greenbaum 
os ae Greenbaum; Don Schuster, Motor 

eel. 


The meeting was called to order by the 
Chairman, The secretary announced the 
presence of quorum. Motion by Mrs, Bock, 
second by Mr. Dodson, that minutes of the 
April meeting be approved as printed. 


Motion carried. 


Mr. Pesterfield reported that he has been 
in contact with Board of Water and Light 
people regarding their landfill problem and 
also discussed a noise problem with them. 
He referred them to the Michigan Depart- 
ment of Public Health for proper procedures 
in the landfill problem and they will report 
to him when they have received that in- 
formation. He recommends that the com- 
plaint be held pending receipt of the in- 
formation. He will then check to assure 
compliance by both the Board of Water and 
Light and by Mr. Buchner who has a like 
situation, Motion by Mr. Dodson, second 
by Mr. Emery, that the Board concur in 
the recommendation of the engineer. 


Motion carried. 


Melling Forging’s problem was an equip- 
ment malfunction which has been corrected. 
There have been no further complaints and 
the engineer recommends that the com- 
plaint be closed. Motion by Mrs. Bock, 
second by Mr. Dodson, that the Board con- 
cur in the recommendation of the engineer, 


Motion carried. 


Mr. Schuster reported on behalf of Cen- 
trifuse, Inc., that several solutions to the 


noise problem have been considered and 
abandoned as impractical. They have de- 
cided on a “four-car garage’ solution. 
This consists of a 31 ft. x 28 ft. x 7 or 
8 ft. room placed 126 ft. up on the stack. 
Noise and gases will enter at one end, 
traverse it four times and then be emitted. 
The vendor has been given approval to 
begin and has promised completion in 
November. There was a discussion. Mr. 
Schuster also reported that their solid waste 
disposal operation has been reviewed and 
they have ordered an incinerator. Mr. 
Tableman commended the company for its 
work. Mr. Pesterfield recommends that 
we leave this complaint open until the 
noise problem is corrected. Motion by Mr. 
Dodson, second by Mrs. Bock, that the 
Board concur, 


Motion carried. 


The complaint regarding Lansing Drop 
Forge and/or Lindell Drop Forge is under 
investigation. Complainants wanted the 
engineer in the area three times daily until 
he learns the source. He recommends that 
we leave the complaint open while he 
attempts to resolve the problem. Motion 
by Mr. Emery, second by Mrs. Weeks, that 
the complaint be continued. 


Motion carried. 


Simon Iron and Stee] is still under sur- 
veillance. Mr. Pesterfield recommends that 
the complaint be continued. Motion by 
Mrs. Bock, second by Mrs. Weeks, that the 
Board concur, 


Motion carried. 


Complaints concerning Paramount Coffee 
and Adams Potato Chip Company were sub- 
mitted by Traffic Engineer Allen T. Hayes. 
Both are odor complaints but there has 
been a report of smoke involved at Para- 
mount and the engineer recommends that 
we continue the complaint while he in- 
vestigates. Motion by Mr. Zapata, second 
by Mrs. Bock, that the complaint be con- 
tinued, 


Motion carried, 
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Motion by Mr. Dodson, second by Mr. 
Ray, that the Adams Potato Chip com- 
plaint be closed. 


Motion carried. 


So ordered. 


There have been a rash of incineration 
and trash complaints. Mr. Pesterfield is 
investigating them. 


The engineer has received a copy of a2 
report from the Michigan Dept. of Public 
Health recommending changes in the Pat- 
tengill workshop ventilation. 


Mr. Pesterfield reported receipt of a 
donation for the Air Pollution Board. 
Motion by Mr. Ray, second by Mr. Dodson, 
that receipt of the donation be acknowledged 


JUNE 9, 1970 


and that the Board contact the City At- 
torney regarding proper procedure. 


Motion carried. 


The next meeting will be June 24, 1970, 
at 7:30 p.m., in the Press Room, City Hall. 
Motion by Mrs. Bock that the meeting be 
adjourned. So ordered. 


The meeting was adjourned at 8:55 p.m. 
Respectfully submitted, 


MARVIN RAY, 
Chairman, 


NORMA DONOVAN, 
Secretary. 











OFFICIAL PROCEEDINGS OF THE 


PLUMBING BOARD 
OF THE CITY OF LANSING 





Proceedings, May 16, 1970 





The meeting was called to order by Vice- 
Chairman Ralph Gunthrope at 7:40 P.M. 


Members present: Charles Niblett, Larry 
Kain, Ralph Gunthrope, John Brady and 
G. J. Turney—5. 


Members absent: George Denfield, Robert 
Corbit and Councilman May—3. 


Inspectors present: Leo Fox and William 
Miles—2. 


Minutes of the last meeting, April 16, 
1970, were approved after the word ap- 
purtenance replaced the word apprentice. 


Section I. New paragaraph 8. Plumbing 
Appurtenance. 


Motion was made by John Brady and 
seconded by Charles Niblett that Polyvinyl 
Chloride (PVC) plastic pipe and fittings 
may be used for drains, wastes and vents 
in the City of Lansing. 


Motion carried. 


Changes made in City Code: Section 14. 
Add paragraph (C) to include all of Sec- 
tion 15, and use Section 15 for the applica- 
tions and conditions for plastie pipe. 


APPLICATIONS 


I. Drains, waste, and vent piping (above 
ground only). 


II. Building Drain (above ground only). 


CONDITIONS 


I. The type of plastic pipe and fitting 
shall be a Polyvinyl Chloride (PVC). 


II. The wall thickness of the pipe shall 
not be less than schedule 40. 


III. The pipe and fitting shall meet the 
following standards: 


A. C.S. 272-63 for (PVC) not approved 
for acid waste. 


B. C.S. 270-60 for (PVC) approved for 
acid waste. 


IV. The plastic pipe, fittings, and solvent 
cement must be approved by the National 
Sanitation Foundation Testing Laboratory, 
Ann Arbor, Mich, for DWV and bear the 
NST seal of approval to assure compliance 
with the standards, 
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By Councilman Gunther, May— 


Resolved by the City Council of the City 
of Lansing: 


That the rule prescribed in Sec. 5.5 (g) 
of the Charter, relative to considering busi- 
ness not on the agenda, be waived, 


Carried. 


By Councilman Gunther— 


Spoke on behalf of the children from the 
School for the Blind in regard to traffic 
situation that exists in the area of Logan 
St. and Pine St. in regard to speed of auto- 
mobiles and ask that the Police Department 
enforce the speed regulation and ordinance 
and the Traffic Engineer look into the erec- 
tion of signs. 


By Councilman May— 


Resolved by the City Council of the City 
of Lansing: 


That Councilman Brenke be excused from 
the session. 


Carried. 
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Russell Koch, Jr., spoke in regard to zon-~ 
ing petition on 320-324-328 S. Clemens St. 


Anthony Nosal spoke. 


Jack Brown, 2710 Miller Rd., spoke on 
sewers on Wise Road and asked about foot- 
age of same and would like sewer to serve 
his property. 


City Council] adjourned at 10:15 P.M. 


RITA BAUMAN, 
Deputy City Clerk. 


Lansing, Michigan 
July 6, 1970 


B/M 





OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, June 24, 1970 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, June 
24, 1970, at 7:30 p.m., in the Press Room, 
City Hall. 


Present: Board Members Dodson, Emery, 
Sullivan, Tableman and Weeks, 


Absent: Board Members Bock, Ray and 
Zapata. 


Guest: Norris Ingells, State Journal. 


The meeting was called to order by the 
Chairman. The secretary announced the 
presence of a quorum, It was moved by Mr. 
Dodson, second by Mrs. Weeks, that min- 
utes of the May meeting be approved as 
circulated. 


Motion carried. 


Mr. Pesterfield reported that the Board 
of Water and Light and Mr. Buchner have 
been informed of the regulations regarding 
covering the landfill operations, He recom- 
mends that the complaints be closed since 
continued violation would fall under State 
jurisdiction. 


Motion by Mr. Sullivan, second by Mr. 
Dodson, that we accept the recommendation 
of the engineer, requesting in addition that 
he check the situation prior to the next 
meeting so we can refer it if necessary. 


Motion carried. 


The engineer recommends that we con- 
tinue to hold the complaint regarding 
Simon Tron and Steel pending completion 
of his investigation. 


A collaborative digitization project of the City of Lansing and Forest Parke Library and Archives - Capital Area District Libraries 


766 COUNCIL PROCEEDINGS 


Motion by Mrs. Weeks, second by Mr. 
Emery, that the Board concur, 


Motion carried. 


The Paramount Coffee complaint is still 
being investigated. Mr. Pesterfield recom- 
mends that we continue the complaint. 


Motion by Mr. Dodson, second by Mr. 
Emery, that the Board concur, 


Motion carried. 


The Varneys have submitted an official 
complaint. Mr. Pesterfield has been inves- 
tigating. Lindell Drop Forge is not in- 
volved in the fallout problem since they 
have gas-fired equipment. Lansing Drop 
Forge is in violation and Mr. Pesterfield 
recommends that they be invited to meet 
with us regarding this problem. The noise 
portion of this complaint concerns Lindell 
Drop Forge but is not within our jurisdie- 
tion. 


Motion by Mr. Emery, second by Mr. Dod- 
son, that the Board invite Lansing Drop 
Forge to meet with us in July to discuss 
the problem. 


Motion carried. 


Motion by Mr, Emery, second by Mr. Dod- 
son, that we inform the Lansing Police De- 
partment of the complaint regarding a 
siren on the telephone at Lindell. 


Motion carried, 


Mr. Pesterfield reported on a _ referral 
from the Ingham County Health Depart- 
ment regarding Leland Iron and Steel. Mr. 
Ruskin indicates they are burning old car 
bodies. The company denies the charge. 
Mr. Pesterfield’s investigation indicates they 
have no facilities for this type of burning. 
The problem apparently involves car shells 
left at the plant on weekends and tresspass. 
The engineer finds no violation and recom- 
mends that the complaint be closed, 


Motion by Mrs. Weeks, second by Mr. 
Dodson, that the Board concur in the clos- 
ing and that the tresspass problem be re- 
ferred to the Lansing Police Department 
with the request they check into it. 


Motion carried, 


The engineer has investigated a referral 
from the Friend of the Court regarding 
idlmg construction trucks in the vicinity 
of their office. Mr. Pesterfield suggested 
that they contact the Police Department 
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who have apparently been controlling the 
situation. Mr. Pesterfield believes that this 
will solve the complaint and recommneds 
closing. 


Motion by Mr. Sullivan, second by Mrs. 
Weeks, that the Board concur. 


Motion carried. 


A complaint regarding Tranter Manufac- 
turing has been investigated, Effluent from 
a dipping operation causes tears to those 
in the vicinity, Piant ventilation of the 
process has been approved by the Michigan 
Department of Public Health but there is 
no axhaust control equipment. Mr, Pester- 
field recommends that we ask the Health 
Department to investigate. 


Motion by Mr. Dodson, second by Mr, 
Emery, that the Board concur. 


Motion carried. 


The engineer is investigating complaints 
from Citizens for Environmental Action; 
ear exhaust, Jack Pot Party Store (burn- 
ine) and a trash burning complaint; also 
under investigation are numerous other 
burning and trash complaints. 


There was a discussion of the growing 
load of complaints received by the Board. 


The seeretary reported that the City At- 
torney recommends that the contribution 
received last month be returned for referral 
to a non-profit organization. After a dis- 
cussion the Board asked Mr. Tableman to 
consult with the Mayor regarding this 
matter. 


Mrs. Weeks reported that she and Mrs. 
Bock had attended a second seminar held 
by Consumers Power Company and found 
it very interesting, 

The next meeting will be held July 29, 


1970, at 7:30 p.m., in the Press Room, City 
Hall. 


Motion by Mrs. Weeks that the meeting 
be adjourned. 


So ordered. 


The meeting was adjourned at 8:55 p.m. 


Respectfully submitted, 


MARVIN TABLEMAN, 
Chairman, 


NORMA DONOVAN, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, July 22, 1970 





The regular meeting of the Air Pollution 
Board was held on Wednesday evening, 
July 22, 1970, at 7:30 p.m., in the Press 
Room, City Hall. 


Present: Board Members Dodson, Emery, 
Ray, Weeks, Tableman and Zapata. 


Absent: Board Members Bock and Sul- 
livan. 


The meeting was called to order by the 
Chairman, The secretary announced the 
presence of a quorum, It was moved by 
Mr. Dodson, seconded by Mr. Emery, that 
minutes of the June meeting be approved as 
circulated. 


Motion carried. 


Mr. Pesterfield reported that he had re- 
ceived a report from the Lansing Police 
Department regarding the siren problem at 
Lindell Drop Forge. The company would 
find it difficult to operate in any other 
manner and the investigator did not believe 
it should present a problem six blocks 
away. Mr. Pesterfield recommends that 
this complaint be closed since it is not with- 
in our jurisdiction and that the complain- 
ants be notified of the results of the in- 
vestigation. Motion by Mr. Dodson, sec- 
ond by Mrs. Weeks, that the Board concur 
in the recommendation of the engineer. 


Motion carried. 


Lansing Drop Forge has already ini- 
tiated a program of conversion and control 
which should alleviate the fly ash problem. 
The engineer has conferred with manage- 
ment at length and arranged for them to 
see the Melling solution to a similar prob- 
lem. Equipment for one furnace is on order 
and the change should be completed by the 
end of August. If tests indicate that it is 
a satisfactory solution, the other seven 
furnaces will also be changed. Mr. Pester- 
field recommends that we hold this com- 
plaint in abeyance pending completion of 
the first installation. Motion by Mr. Emery, 
second by Mr. Zapata, that the Board con- 
cur in the recommendation of the engineer, 


Motion carried. 


The engineer has continued his investiga- 
tion of Simon Iron and Steel and still finds 
no basis for the complaint. Fire Marshal 
Personnel feels that the railway practice of 
allowing diesels to idle in the area is re- 
sponsible. Mr. Pesterfield recommneds that 
the Simon Iron and Steel complaint be 
closed. Motion by Mr. Ray, second by Mr. 
Dodson, that the Board concur in the rec- 
ommendation of the engineer, 


Motion carried. 


Mr. Pesterfield further recommends that 
the Grand Trunk and New York Central 
Railway officials be invited to meet with 
the Board to discuss this problem of idling 
engines. Motion by Mr, Ray, second by Mr. 
Dodson, that the Board invite these com- 
panies to meet with us in August. 


Motion carried. 


Mr. Pesterfield has received a complaint 
regarding trash burning at Oak Park 
School. He will investigate. 


There was a discussion of the trash and 
burning complaints, 


The floor was opened for nominations for 
Chairman for 1970-71. Mrs. Weeks nomi- 
nated Marvin Ray. Motion by Mr. Dodson, 
second by Mr. Emery, that nominations be 
closed and Mr. Ray declared elected unani- 
mously. 


Motion carried. 


Nominations were opened for Vice-Chair- 
man for 1970-71. Mr. Dodson nominated 
Mr. aZpata. Motion by Mr. Ray, second 
by Mrs. Weeks, that nominations be closed 
and Mr. Zapata declared elected unani- 
mously. 


Motion carried. 


Motion by Mr. Ray, second by Mr. Emery, 
that Charles Pesterfield be appointed as en- 
gineer and Norma Donovan as secretary 
for 1970-71. 


Motion carried. 
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The next meeting will be held August 
26, 1970, at 7:30 p.m., in the Press Room, 
City Hall. Motion by Mr. Dodson that the 
meeting be adjourned. 


So ordered. 


The meeting was adjourned at 8:50 p.m. 
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Respectfully submitted, 


MARVIN TABLEMAN, 
Chairman, 


NORMA DONOVAN, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Special Meeting, July 28, 1970 





Members present: Howard Lutz, Dean 
oe Douglas Jones, and Keith Norris— 
(4). 


Inspectors present: James Rice, Dale 
Hoover and Ray Dwyer. 


Meeting called to order at 7:00 p.m. by 
Chairman Norris. Minutes of last meeting 
to be read at the next regular board meet- 
ing. 


This was a special meeting to up date 


the electrical examinations for Master 
Journeymen. 


A motion was made by Mr. Lutz and 
seconded by Mr. Battley to adjourn. 


Meeting adjourned at 10:00 P.M. 


Respectfully submitted, 


RAY J. DWYER, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


BOARD OF APPEALS 
OF THE CITY OF LANSING | 





Proceedings, June 11, 1970 





The meeting was called to order at 7:36 
P.M. by Chairman Houck. 


A gavel was presented to Richard Gaus 
in appreciation of seven years of service 
on the Board of Zoning Appeals. It was 
noted that he had an excellent attendance 
record. 


ROLL CALL 


Present: Houck, McComb, Gaus, Wen- 
drow, Kelley, Rendon, Trierweiler, Taylor. 


Absent: None. 


HEARINGS 
#1806 


William Fishback, Board of Water and 
Light, was present to support the Board’s 
appeal to drill a municipal water well and 
install and operate pumping equipment on 
a residential lot, upon the premises known 
as 6036 Schafer Road. This is contrary to 
Section 36-17 of the Zoning Ordinance, 
which does not permit the operation of a 
municipal water well and pumping equip- 
ment in an “A-1” Family Residential Dis- 
trict. 
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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, August 26, 1970 


The regular meeting of the Air Pollution 
Board was held Wednesday evening, August 
26, 1970, at 7:30 p.m., in the Press Room, 
City Hall. 


Present: Board Members Emery, Ray, 
Sullivan and Zapata, 


Absent: Board Members Bock, Dodson, 
Tableman and Weeks. 


Guests: Norris Ingells, State Journal; 
S.'W. Bennett, Grand Trunk Western— 
Lansing and D. M. Bressette and W. H. 
Calladine, Grand Trunk Western—Battle 
Creek. 


The meeting was called to order by 
Chairman Ray. In the absence of a quorum 
it was moved by Mr. Emery, seconded by 
Mr. Sullivan, that the Board dissolve into 
a Committee of the Whole to consider the 
business at hand, reporting such business 
to the Board at the September meeting. 


Motion carried. 


In a written report, Mr. Pesterfield noted 
that he has received new complaints re- 
garding Centrifuse, Inc., about equally 
divided between noise and pollution. He 
recommends that we request the City At- 
torney to meet with us in September to 
clarify the status of this situation. The 
Chairman requested that the Secretary is- 
sue such a request. 


Received at the meeting were several 
complaints regarding Sparrow Hospital 
which are referred to the engineer for in- 
vestigation. 


Grand Trunk Western representatives 
spoke regarding problems involved in idling 
engines. To date they have found no way 
to avoid this idling during cold weather— 
approximately October 15 to May 1. This 
is not true during warm weather and they 
have already attempted to tighten regula- 
tions forbidding idling for longer than two 
hours during warm weather. They are not 
shut down under two hours even in warm 
weather because of starting problems. The 
company expects to have new facilities on 
Snow Road available by this time next year 
and at that time idling engines will be kept 
at that facility. There was a discussion. 
Mr. Ray asked them to submit a_ letter 
summarizing their presentation prior to 
the next meeting. 


No representatives of New York Central 
appeared and the Secretary was instructed 
to try to contact them again. 


The next meeting will be held Wednesday 
evening, September 30. at 7:30 p.m., in 
the Press Room, City Hall. Motion by Mr. 
Zapata, that the meeting be adjourned. So 
ordered. The meeting was adjourned at 
8:10 p.m. 


Respectfully submitted, 


Committee of the Whole, 
AIR POLLUTION BOARD, 


MARVIN RAY, 
Chairman, 


NORMA DONOVAN, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, September 30, 1970 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, Sep- 
tember 30, 1970, at 7:30 p.m., in the Press 
Room, City Hall. 


Present: Board Members Dodson, Emery, 
Ray, Sullivan, Tableman, Weeks and Za- 
Pata. 


Absent: Board Member Bock. 


Guests: Norris Ingells, State Journal; 
Mr, and Mra. W. C Conn, Penn Central; 
Mr. Schuster and Mr, Ellsworth, Motor 
Wheel; City Attorney Hornbach. 


The meeting was called to order by the 
Chairman, The secretary announced the 
presence of a quorum. 


Motion by Mr. Sullivan, seconded by Mr. 
Dodson, that minutes of the July meeting 
be approved as printed. 


Motion carried. 


Motion by Mr. Sullivan, second by Mrs. 
Weeks, that the Board accept the report of 
the Committee of the Whole meeting in 
August in lieu of a meeting of the full 
Board. 


Motion carried. 


Mr. Conn, Penn Central, discussed the 
relocation of their switching and idling 
facilities to south of Cavanaugh Road. 
Idling regulations are similar to those of 
the Grand Trunk. There was a brief dis- 
cussion. 


Mr. Pesterfield briefly reviewed the prob- 
lems at Centrifuse and the cooperation 
shown by the company in installation of 
new equipment. We have asked that the 
equipment be run whenever the plant is 
in operation, Because of the resultant noise 
problem the Michigan Department of Pub- 
lic Health has indicated they will take no 
action if the equipment is shut down after 
6 p.m. until the noise control equipment is 
installed. Mr. Schuster briefed the Board 
on progress of this problem. Drawings are 
eomplete and vendors are obtaining quota- 
tions. They expect installation to be com- 
plete by the end of November, Mr. Horn- 
bach commented that State and City laws 


cover noise under nuisances. The Air Pollu- 
tion Board and the City Attorney could 
bring action either through injunction or 
through criminal action. He would not 
recommend any action as long as the com- 
pany is working toward a solution. There 
was a discussion. Mr. Ellsworth spoke 
briefly. Mr. Dodson asked whether the state 
has the authority to countermand an order 
of the City, Mr. Hornbach said that gen- 
erally speaking the State would not have 
that authority, 


Motion by Mr. Emery, seconded by Mr. 
Tableman, that the matter be tabled until 
November 24, 


Motion carried. 


Mr. Pesterfield reported that the com- 
plaints regarding Sparrow Hospital oc- 
eurred when gas was cut off and the hos- 
pital had to use auxiliary oil equipment. 
The controls were not working properly. 
Gas service has been restored and Mr. Pes- 
terfield has asked that the auxiliary con- 
trols be put in working order. He recom- 
mends that the complaint be closed. 


Motion by Mr. Dodson, second by Mr. 
Tableman, that the Board concur. 


Motion carried. 


Tranter Manufacturing, reports the en- 
gineer, was scheduled for investigation by 
the Michigan Department of Public Health. 
In view of the possible closing of the plant, 
Mr. Pesterfield recommends this complaint 
be tabled. 


Motion by Mr. Tableman, second by Mr. 
Dodson, that the Board concur, 


Motion carried. 


Complaints about the Board of Water and 
Light concern the stack that is being cor- 
rected at present, noise from railroad car 
dumping and a steam plume from other 
stacks. The noise problem is not now with- 
in our jurisdiction, the steam plume is a 
normal thing and since the last stack is 
being corrected, Mr. Pesterfield recom- 
mends that the complaint be closed. 
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Motion by Mr. Dodson, second by Mr. 
Sullivan, that the Board concur. . 


. Motion carried. 


Mr. Tableman asked that the engineer re- 
port on installation progress at the next 
meeting. 


The engineer contacted the Michigan De- 
partment of Public Health regarding the 
odor complaint at Fisher Body. Mr. Bloom- 
field will forward a copy of their last re- 
port to Mayor Graves and Mr. Pesterfield 
will contact the complainant. At this time 
there is no known way of eliminating this 
problem. 


The engineer reports a few complaints 
concerning W. R. Grace and Company. This 
happened when the control equipment was 
down for cleaning. He recommends that 
the complaint be held in abeyance. 


There have been a number of complaints 
over open burning. We have no jurisdiction 
here. Mr. Ray appointed Mr. Tableman, 
Mrs, Weeks and Mr, Emery as a committee 
to consider the problem and report at the 
next meeting. 


OCTOBER 12, 1970 


Mr. Emery asked about the status of the 
proposed ordinance revision covering this 
Board. Miss Belen has asked that the 
Chairman, Engineer, etc., meet with her to 
review the situation with a view toward 
proposing changes. The secretary was in- 
structed to notify Miss Belen that the Board 
will meet at her pleasure. 


The next meeting will be held October 
28, 1970, at 7:30 p.m., in the Press Room, 
City Hall. 


Motion by Mrs. Weeks that the meeting 
be adjourned. 


So ordered. 


The meeting was adjourned at 9:00 p.m. 
Respectfully submitted, 


MARVIN RAY, 
Chairman, 


NORMA DONOVAN, 
Secretary. 


N.M. 
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Water and Light advising them that the 
sign for the Ottawa Street Plant would be 
consistent with the proposed sign regula- 
tions, and that the Redevelopment Board 
wishes to express their appreciation for the 
cooperation which they received from the 
Board of Water and Light. 


Supported by Mr. Eschbach, Motion car- 
ried unanimously. 


A motion was made by Mr. Rosa _ to 
grant excused absences to Messrs. Griffin, 
Jessop and Fink, 


Supported by Mr. Shaw. Motion carried 
unanimously. 
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HEARING OF DELEGATIONS AND 
INDIVIDUALS 


None. 


The meeting adjourned at 1:15 p,m, 


Respectfully submitted, 


URBAN REDEVELOPMENT 
BOARD, 


RICHARD L. ZIMMERMAN, 
Secretary, 





OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 





Proceedings, October 28, 1970 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, Octo- 
ber 28, 1970, at 7:30 p.m., in the Press 
Room, City Hall. 


Present: Board Members Bock, Emery, 
Ray, Sullivan, Tableman, Weeks and Za- 
pata. 


Absent: Board Member Dodson. 
Guest: Norris Ingells, State Journal. 


The meeting was called to order by the 
Chairman. The secretary announced the 
presence of a quorum. Motion by Mrs. 
Weeks, second by Mr. Sullivan, that min- 
utes of the September meeting be approved 
as distributed. Motion carried. 


Mr. Pesterfield noted receipt of a petition 
regarding the Board of Water and Light’s 
Eckert plant. The stack in question is 
owned by Oldsmobile Div., GMC, and oper- 
ated by the Board. It is stoker-fired and 
the problem comes after night banking 
when flaking takes place as it resumes 
normal operation. They are presently in- 
sualting the stack with fiberglas hoping to 
solve the problem by keeping the stack 
temperature higher. He recommends that 
this be tabled until installation is complete. 
Motion by Mr.. Emery, second by Mrs. 
Bock, that the complaint be tabled until 
the next meeting. Motion carried. 


The engineer has received many com- 
plaints about Fisher Body. Michigan De- 
partment of Public Health assures Mr. 
Pesterfield there is no health hazard and 
also says they know of no solution at this 
time. After a discussion it was moved by 
Mr, Zapata, second by Mr. Emery, that 
representatives of Fisher Body, the Michi- 
gan Department of Public Health and com- 
plainants meet with us in November to 
discuss this problem. Motion carried. Mr. 
Pesterfield will contact those involved. 


Mr. Pesterfield reports no further com- 
plaints regarding W. R. Grace and Co. 
since the equioment is back in operation. 
He recommends we close this complaint. 
Motion by Mrs. Bock, second by Mr. Table- 
man, that the Board concur. Motion 
carried. 


Mr. Peterfield also recommends that we 
close the Penn Central and Grand Trunk 
complaints since the companies have out- 
lined their operating policies. Motion by 
Mr. Emery, second by Mrs. Bock, that the 
Board accept the engineer’s recommenda- 
tion. Motion carried. 


There was a discussion of open burning 
complaints and the general situation as 
regards this problem. The Committee on 
Open Burning has not had an opportunity 
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to meet as yet but will report at the next 
meeting. 


Mr. Ray appointed Mr. Zapata, Mr. Sul- 
livan and Mrs. Weeks to look into prepara- 
tion of a handbook for Board members. He 
also appointed Mrs. Bock to check into the 
feasibility of obtaining badges for the 
Board, 


Mr, Pesterfield reported on some of his 
general educational activities and on re- 


NOVEMBER 9, 1970 


ceipt of material on re-cycling, a trend he 
feels we should encourage. 


The next meeting will be held Tuesday, 


November 24, 1970, at 7:30 p.m., Press © 


Room, City Hall. Mrs, Bock moved that 
the meeting be adjourned. So order at 
8:45 p.m. 


Respectfully submitted, 


MARVIN S. RAY, 
Chairman, 


NORMA DONOVAN, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


BOARD OF PUBLIC SERVICE 
OF THE CITY OF LANSING 





Special Meeting, October 28, 1970 





Special meeting for the purpose of dis- 
cussing the Capitol Improvement Program 
was called to order by Chairman Russell at 
7:35 p.m. 


Present: Mrs. Borgman, Dr. Bevez, 
Messrs. Russell, Faggion, Ibarra, Granger, 
Hack and Hobrla, 


Absent: None. 


Staff: Mr. Backus, Mr. Ancell and Mr. 
Corbit. 


The Chairman asked the staff to first in- 
dicate the items that have been completed 
or have been funded. The staff then recom- 
mended an addition of projects to each 
eategory and indicated the costs of each 
of the additions. 


Due to the problem of financing sanitary 
sewer pumping stations from the City’s 
share of sanitary sewers, the Board estab- 
lished a new item called ‘‘Sanitary Sewer 
Pumping Stations.” 


The Chairman asked the Board members 
if they had any other items that they felt 
should be added. 


A discussion was held on the criteria 
used to establish priority of projects. There 
was some opinion that the establishment of 
priority seemed to be a matter of judgment. 
Dr. Bevez discussed local priorities as re- 


flected according to national priorities. Mr. 
Ibarra expressed concern for areas in the 
City not receiving services (sewers), while 
the sewer system is being expanded to new 
areas, A discussion followed on balancing 
the need to solve existing problems as op- 
posed to expanding into new areas. The 
existing problem is connected to pollution 
which is of major concern and the expand- 
ing into new areas is connected to the need 
for housing which is of major concern. 


Mr. Corbit pointed out two sewer proj- 
ects that would help tremendously toward 
alleviating the existing problems in the 
south-central area of the City. Discussion 
centered around the sewer problems in the 
Hillerest area and the feeling that the need 
for sewers in this area is number one 
priority. 


Dr. Bevez pointed out that he felt that 
by 1978, anything we did now would be 
wasted since there will be a tremendous 
housing expansion in the area in the next 
few years and that this expansion will 
over-tax the existing system, even after 
these improvements have been made. Dr. 
Bevez felt we possibility should be con- 
sidering another system. 


It was moved by Mr. Ibarra and seconded 
by Mr. Hobrla that the Board recommend 
to City Council that the Hillerest area 
sewers be considered the number one pri- 
ority. 
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Chief of Training Raymond Brethauer 
stated that recreation and exercising equip- 
ment should be purchased for the stations 
and the Training Academy. The Academy 
has received an old oil tanker for training 
used from the Lansing Oil Company. 


Gary Thomas, President of Local 421, 
stated that each station should be furnish- 
ed with a set of Oklahoma State University 
training books if promotional examinations 
are to be based on these texts. He informed 
the Board that a working contract had not 
been awarded yet, 


Chief Space suggested the Board send 
letters of appreciation to Mr. Albert 
Schmidt of Schmidt’s Super food Markets 
for the fire prevention messages used on 
shopping bags during Fire Prevention Week 
to Mr. Max Lorensen of Centra] Advertis- 
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ing for the billboards displayed during 
Fire Prevention Week and to Mr. Bruce 
York for his assistance in planning and 
publicity. 


By Commissioner Clark 
I move we adjourn. 
Supported by Commissioner Roe. 


Carried. 


The Board adjourned at 8:40 P.M. 


William R. Grew, Secretary 
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Proceedings, November 24, 1970 





The regular meeting of the Air Pollution 
Board was held Tuesday evening, Nov- 
ember 24, 1970, at 7:30 P.M. in the Press 
Room, City Hall. 


Present: Board Members Bock, Dodson, 
Emery, Ray, Sullivan, Tableman, Weeks 
and Zapata—s. 


Guests: Norris Ingells, State Journal; 
Del Rector, Michigan Dept. of Public 
Health; Messrs, Wiethorn, Ries, McKinstry 
Winters, Kann, Secord and Tiberio rep- 
resenting Fisher Body and General Motors. 


The meeting was called to order by the 
Chairman, The secretary announced the 
presence of a quorum. Motion by Mr. Table- 
man, second by Mrs. Bock, that minutes of 
the October meeting be approved as circu- 
lated. 

Motion carried. 


The engineer reported that Centrifuse 
has not called him as yet to report comple- 
tion of their installation, Mrs. Bock in- 
dicated that they are testing the new equip- 
ment, Mr. Pesterfield will report at the De- 
ecember meeting. Motion by Mr. Emery, 
second by Mr. Sullivan, that this complaint 
be tabled until December. 


Motion carried, 


Mr. Pesterfield reports that the Board of 
Water and Light installation has been com- 
pleted and he recommends that the com- 
plaint be closed since he has received no 
further complaints. Motion by Mr. Dodson, 
poe by Mrs. Bock, that the complaint be 
closed. 


Motion carried, 


Lansing Drop Forge is still in the process 
of installing furnace controls. The engineer 
recommends that the complaint be tabled 
until completion of the installation. Motion 
by Mr. Emery, second by Mr. Sullivan, that 
the Board coneur with the recommendation 
of the engineer. 


Motion carried. 


Mr Pesterfield reports that Tranter Man- 
ufacturing has closed its Lansing plant and 
so recommends that the complaint be closed. 
Motion by Mr. Tableman, second by Mr. 
Emery, that the complaint be closed, 


Motion Carried. 


The engineer referred the ‘“Jupy Brown” 
complaint to Mr, Tableman who will re- 
port at the next meeting. 
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Next on the Agenda was Fisher Body. 
Neither of the complainants was present. 
Mr. Ray reviewed the complaints. Mr. 
Wiethorn read a statement concerning pol- 
lution. New water cleaning installation 
should be in operation next year. They are 
doing new testing in the ovens and spray 
booths and want to get some adverse wea- 
ther conditions test as well. Mr. Rector of 
the Michigan Department of Public Health 
spoke briefly. He said they do not consider 
the problem a health hazard and that they 
have had no complaints. There was a dis- 
cussion, It was moved by Mr. Emery, 
second by Mr. Zapata, that the complaint 
be tabled for three months to give the com- 
pany time to complete its program. 


Motion carried. 


Mrs. Boek will contact the complainants. 


There has been another complaint re- 
garding coffee processing odor at Para- 
mount Coffee. Mr. Pesterfield recommends 
that the complaint be tabled until he can 
confer with the owners regarding the 
problem. Motion by Mrs. Bock second by 
Dodson, that the Board concurs in the 
recommendation of the engineer. 


Motion carried. 


Two letters were read into the record and 
placed on file supporting open burning ban. 
The second asked that the ban be expanded 
to include outdoor barbecues. It was moved 
by Mr. Tableman, second by Mr. Zapata, 
that this be turned over to the Committee 
on Ordinance Revision. 


Motion carried. 


Mr. Zapata reported that the Grand Val- 
ley Chapter of the Professional Engineers’ 


DECEMBER 14, 1970 


Society has offered free engineering ser- 
vices to the Board. Mrs. Bock suggested 
that they be requested to help prepare a 
handbook. 


Motion by Mr. Dodson, second by Mrs. 
Weeks, that we thank them for their offer. 


Motion carried. 


Mr. Ray appointed Mr, Zapata as lisison 
to the Professional Engineers’ Society, 


The Committee on Open Burning noted 
that the City has made a committment on 
the Model City Program for a year of 
trash pickup Mr. Tableman believes no 
further action will come until the results of 
this program are obtained. The Committee 
visualizes the Board’s role as one of ed- 
ucation: putting together material whch 
will justify such a program, suggest costs, 
etc., on which to build a base of support 
in the community for a total ban on open 
burning Mr. Ray continued the Commit- 
tee with their charge to design an educa- 
tional program. 


Mrs. Bock indicated that she had looked 
into the problem of badges and it will be 
discussed further next month. 

The next meeting will be held December 
30, 1970 in the Press Room City Hall, at 


7:30 P.M. Motion by Mr. Sullivan that the 
meeting be adjourned. So ordered at 9:05 
P.M. 


Respectfully submitted, 
Marvin 8S. Ray, Chairman 


Norma Donovan, Secretary 
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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
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Proceedings, December 30 1970 





The regular meeting of the Air Pollution 
Board was held Wednesday evening, De- 
cember 30, 1970, at 7:39 p.m. in the Press 
Room, City Hall. 


Present: Board Members Bock, Dodson, 
Emery, Ray, Sullivan and Tableman. 


Absent: Board Members Weeks and 
Zapata, 


Guests: Norris Ingells, State Journal; 
Messers. Erickson, Eschbach, Brush and 
Ophaugh Board of Water and Light. 


The meeting was called to order by the 
Chairman, The secretary announced the 
presence of a quorum. Motion by Table- 
man, second by Dodson, that the minutes 
of the November meeting be approved as 
printed. 


Motion carried. 


The air pollution and noise control equip- 
ment has been installed at Centrifuse, Inc. 
Mr. Pesterfield has received no further com- 
plaint and recommends that the complaint 
be closed. Motion by Mr. Dodson, second 
by Mrs. Bock, that the Board concur in 
the recommendation of the engineer. 


Motion carried. 


Mr. Pesterfield asked Mr. Erickson to com- 
ment on the problem at the Board of Water 
and Light. Mr. Erickson indicated that 
use of a new grade of coal had necessitated 
a firing re-training program. They have 
called some experts in to help and expect 
the problem to be solved shortly. Mr. 
Pesterfield recommends that the complaint 
be held in abeyance until the problem is 
solved. Motion by Mr. Emery, second by 
Mrs. Bock, that the complaint be held in 
abeyance. 


Motion carried. 


The engineer reports that Paramount 
Coffee has extended their stack and this 
has only moved the source of the com- 
plaint. He feels that until our ordinance 
covers this kind of odor problem, we 
should close the complaint. Motion by Mrs. 


Bock, seond by Mr. Dodson, that the Board 
accept the engineer’s recommendation. 


Motion carried. 


There has been a new complaint regard- 
ing Fisher Body but Mr. Reese of the plant 
called Mr. Pesterfield to report an equip- 
ment breakdown which they are in the 
process of correcting. Mrs. Bock talked 
with the two people who have instituted 
such complaints in the past. Mr. Pester- 
field will check this and hold until the end 
of the three month tabling now in effect. 


The Handbook Committee met with mem- 
bers of the Grand Valley Society of Profes- 
sional Engineers. The engineers felt that 
a handbook such as we have discussed 
would be impossible for this Board to pro- 
duce. It was decided to await arrival of 
materials ordered by Mrs. Weeks before 
proceeding further. 


Mr. Erickson and his associates from the 
Board of Water and Light reported on 
their research on SO2 recovery. Mr. Erick- 
son presented a report prepared by his 
Board, Mr. Eshbach indicated that the new 
Delta Plant pollution equipment will cost 
about $31%4 million. Mr. Brush spoke about 
the present fuel shortage. This is a very 
serious situation. Mr. Ophaugh discussed 
the installation being used to perfect an 
S02 removal system. There was a general 
discussion and Mr. Ray expressed the 
Board’s appreciation. 


There was a discussion of the budget for 
1971-1972. Mr. Ray will prepare a budget, 
The secretary was asked to request a hear- 
ing. Motion by Mr. Emery second by Mr. 
Dodson, that the Board request $1000 for 
preparation of a report on the activities and 
accomplishments from inception to date 
together with a comprehensive survey of 
the public and industrial investment in 
air pollution controls for transmission to 
the people of the City of Lansing. 


Motion carried. 


Mr. Ray appionted Mr. Sullivan, Chair- 
man, Mr. Dodson and Mrs, Bock to pro- 
pose a format for a progress report. 
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Mr. Pesterfield requested $150 to attend 
the air pollution group meeting of 
ASHRAE and the International Heating 
and Air Conditioning Exposition in Phila- 
delphia, January 24-27. Motion by Mrs. 
Bock, second by Mr. Tableman, that the 
request be granted. 


Motion carried. 


The next meeting will be held January 
27, 1971, at 7:30 p.m., in the Press Room, 
City Hall. Motion by Mrs. Bock that the 


JANUARY 11, 1971 


meeting be adjourned. So ordered at 9:08 
p.m. 
Respectfully submitted, 


MARVIN RAY, 
Chairman, 


NORMA DONOVAN, 
Secretary. 
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